AUTHOR  INDEX  -  1978 


Alvares,  N.  J. 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als,  p.  42 

Batzer,  H. 

New  Flame  Retardant  Polyesters,  p.  24 
Bauer,  R.  G. 

Fire  Retardant  Polymers:  A  Review,  p. 
200 

Benerito,  R.  R. 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

Beninate,  J.  V. 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Berni,  R.  J. 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

Bhagwat,  M.  M. 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.  86 

Brauer,  D.  P. 

The  Effect  of  Fire  Retardants  on  The 
Fire  Response  Characteristics  of  Cellulo¬ 
sic  Materials,  p.  196 

Calamari,  T.  A.,  Jr. 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  1 23 

Chance,  L.  H. 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

del  Valle,  C.  J. 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Drake,  G.  L.,  Jr. 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Habermeier,  J. 

New  Flame  Retardant  Polyesters,  p.  24 
Harper,  R.  J.,  Jr. 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 


A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Hilado,  C.  J. 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

The  Effect  of  Fire  Retardants  on  the 
Fire  Response  Characteristics  of  Cellu¬ 
losic  Materials,  p.  196 

Juneja,  S.  C. 

Evolution  of  Smoke  from  Wood  Treated 
with  Two  Fire  Retardants,  p.  105 

Laszkiewicz,  Bogumil 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Manka,  M.  J. 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 

Marquette,  Y.  B. 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Moreau,  J.  P. 

THPS-NHj  Flame  Retardant  Finish  for 
Cottons,  p.  73 

Morris,  C.  E. 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Murphy,  R.  M. 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  Gases  from  Polyurethane 
Foams,  p.  83 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

Pandya,  H.  B. 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.86 

Reeves,  W.  A. 

Effects  of  Nitrogenous  Compounds  and 


222 


AUTHOR  INDEX  -  1978 


Alvares,  N.  J. 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als,  p.  42 

Batzer,  H. 

New  Flame  Retardant  Polyesters,  p.  24 
Bauer,  R.  G. 

Fire  Retardant  Polymers:  A  Review,  p. 
200 

Benerito,  R.  R. 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

Beninate,  J.  V. 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Berni,  R.  J. 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

Bhagwat,  M.  M. 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.  86 

Brauer,  D.  P. 

The  Effect  of  Fire  Retardants  on  The 
Fire  Response  Characteristics  of  Cellulo¬ 
sic  Materials,  p.  196 

Calamari,  T.  A.,  Jr. 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  1 23 

Chance,  L.  H. 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

del  Valle,  C.  J. 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Drake,  G.  L.,  Jr. 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Habermeier,  J. 

New  Flame  Retardant  Polyesters,  p.  24 
Harper,  R.  J.,  Jr. 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 


A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Hilado,  C.  J. 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

The  Effect  of  Fire  Retardants  on  the 
Fire  Response  Characteristics  of  Cellu¬ 
losic  Materials,  p.  196 

Juneja,  S.  C. 

Evolution  of  Smoke  from  Wood  Treated 
with  Two  Fire  Retardants,  p.  105 

Laszkiewicz,  Bogumil 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Manka,  M.  J. 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 

Marquette,  Y.  B. 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Moreau,  J.  P. 

THPS-NHj  Flame  Retardant  Finish  for 
Cottons,  p.  73 

Morris,  C.  E. 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Murphy,  R.  M. 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  Gases  from  Polyurethane 
Foams,  p.  83 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

Pandya,  H.  B. 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.86 

Reeves,  W.  A. 

Effects  of  Nitrogenous  Compounds  and 


222 


Author  Index 


Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Schneider,  J.  E. 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

Seal,  J.  F. 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Segal,  L. 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Smith,  B.  F. 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 

Smitherman,  J.  E. 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Soignet,  D.  M. 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

Sprague,  R.  W. 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 


St.  Mard,  H.  H. 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Struszczyk,  H. 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Tardif,  Y. 

Evolution  of  Smoke  from  Wood  Treated 
with  Two  Fire  Retardants,  p.  105 

Timpa,  J.  D. 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

Trask,  B.  J. 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Venkateswaran,  A. 

Evolution  of  Smoke  from  Wood  Treated 
with  Two  Fire  Retardants,  p.  105 

Walker,  A.  M. 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Yeadon,  D.  A. 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Yeh,  K. 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 


SUBJECT  INDEX  -  1978 


1 .3-di  (2'-hydroxyethyl)-tetrabromo-ben- 
zimidazolone 

New  Flame  Retardant  Polyesters,  p.  24 
Acid  Dyes 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Alumina  Trihydrate 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Antimony  Oxide 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 


Borates 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

Bromine 

A  Calorimetric  Study  of  Flame-Retard- 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 

Calcium  Carbonate 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Calorimetry 

A  Calorimetric  Study  of  Flame-Retard- 


223 


Subject  Index 


ant-Treated  Cotton/Polyester  Blends,  p. 
144 

Carbonate  Detergent 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Trianine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

Cellulose 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als,  p.  42 

Cellulose  Insulation 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

Cellulosic  Materials 

The  Effect  of  Fire  Retardants  on  the 
Fire  Response  Characteristics  of  Cellu¬ 
losic  Materials,  p.  196 

Char 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.  86 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Chlorine  Resistance 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

Combustion  Mechanism 

Fire  Retardant  Polymers;  A  Review,  p. 
200 

Composites 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

CO-Polyesters 

New  Flame  Retardant  Polyesters,  p.  24 
Cotton 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.  86 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Cotton  Fabric 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 


Cotton/Polyester 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 

Cotton  Textiles 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Dimethylol  Dihydroxy  Ethyleneurea 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

DMDHEU 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Durable  Press 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Edge  Ignition 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Electron  Spectroscopy  for  Chemical  Analy¬ 
sis 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

ESCA 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 


Fabric  Flammability 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  ^oly- 
ester/Cotton  Fabrics,  p.  5 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als,  p.  42 

Fibers 

New  Flame  Retardant  Polyesters,  p.  24 
Fillers 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Fire  Retardants 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als,  p.  42 


224 


Subject  Index 


Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

The  Effect  of  Fire  Retardants  on  the 
Fire  Response  Characteristics  of  Cellu- 
losic  Materials,  p.  196 

Fire  Safety 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Flame  Resistance 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Flame  Retardancy,  Cotton 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Surface  and  Bulk  Properties  of  Flame 
Retardant  Cotton  Fabrics.  Part  I.  Effect 
of  the  Flame  Retardant  Treatment,  p. 
161 

Flame  Retardant  Additives 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Flame  Retardant  Fibers 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Flame  Retardants 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 

p.  86 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  1 23 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 


Flammability 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Flash-Fires 

Flash-Fire  Propensity  of  Cellulose  Insula¬ 
tion  Samples  Containing  Various  Borate 
Fire  Retardants,  p.  138 

FR-Properties 

New  Flame  Retardant  Polyesters,  p.  24 
Fyrol  76 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Halogen 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Halogen-Containing  Acid  Dyes 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Ignition  Resistant 

Use  of  Hyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Ignition  Retardants 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als.  p.  42 

Inherent  Flame  Retardant 

New  Flame  Retardant  Polyesters,  p.  24 

lodometric  Method  of  Analysis 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Laundering 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

MAFT 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

Mechanism  of  Fire  Retardancy 

Fire  Retardant  Polymers:  A  Review,  p. 
200 


225 


Subject  Index 


Methylolmelamine 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Modacrylic 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Molybdenum 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  1 23 

Neutralized  THPS,  THPS-NH, 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Nitrogen 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  1 23 

Nitrogenous  Agents 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Organo  Bromine  Compound 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 

Outdoor  Fabrics 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Outdoor  Weathering 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Oxygen  Index 

The  Effect  of  Halogen-Containing  Acid 
Dyes  on  the  Flammability  of  Cotton 
Flannelette,  p.  183 

pH,  Physical  Properties 

THPS-NH,  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Phosphazine  Derivatives 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Phosphoramides 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.  86 

Phosphorus 

A  Calorimetric  Study  of  Flame-Retard¬ 
ant-Treated  Cotton/Polyester  Blends,  p. 
144 


Phosphorus  Finishes 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

P-N  Compounds 

Studies  on  the  Efficacy  of  Phosphorus- 
Nitrogen  Flame  Retardants  on  Cotton, 
p.  86 

Polyesters 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Polymer  Applications/Regulations 

Fire  Retardant  Polymers;  A  Review,  p. 
200 

Polymer  Performance 

Fire  Retardant  Polymers:  A  Review,  p. 
200 

Polyurethane  Foams 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

Polyvinyl  Chloride 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Polyvinylidene  Chloride 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Pyrolysis 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

Radiant  Ignition 

Ignition  Inhibitors  for  Cellulosic  Materi¬ 
als,  p.  42 

Reactive  Phosphorus 

THPS-NHj  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Reinforced  Plastics 

Cost  Effective  Ignition  Resistant  Filled 
Systems  for  Polyester  Moldings,  p.  113 

Sleepwear 

THPS-NH,  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Smoke  and  Toxicity 

Fire  Retardant  Polymers;  A  Review,  p. 
200 

Solution  Stability 

THPS-NH,  Flame  Retardant  Finish  for 
Cotton,  p.  73 

Stability  (Thermal) 

New  Flame  Retardant  Polyesters,  p.  24 


226 


J 


Subject  Index 


Sunlight  Screener 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Surface  Ignition 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Titanium  Dioxide 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 

Thermal  Analysis 

A  Synergistic  Fire  Retardant  System  for 
Outdoor  Cotton  Fabric  Based  on  Molyb¬ 
denum,  p.  123 

Toxicity 

Effect  of  Fire  Retardant  on  Relative 
Toxicity  of  Pyrolysis  Gases  from  Poly¬ 
urethane  Foams,  p.  83 

Triazine 

Durability  of  Tetramethylol  Diaminotri- 
bromopropyl  Triazine  Flame  Retardant 
on  Cotton  Fabrics,  p.  93 


Trimethylol  Acetylane  Diureine 

Effects  of  Nitrogenous  Compounds  and 
Fyrol  76  on  Ignition  of  Cotton  and  Poly¬ 
ester/Cotton  Fabrics,  p.  5 

Use  of  Fyrol  76  and  Nitrogenous  Resins 
for  the  Production  of  Ignition  Resistant 
and  Durable  Press  Fabrics,  p.  65 

Unsolved  Problems 

Fire  Retardant  Polymers:  A  Review,  p. 
200 

Viscose  Fibers 

Viscose  Fibres  Containing  Flame  Retard¬ 
ant  Additives,  p.  15 

Weather  Durability 

Weathering  Durability  of  Cotton  Duck 
Fabric  with  Methylolphosphonium-type 
Fire-Retardant  Finishes,  p.  48 

Weather-Resistant 

Flame-Retardant  and  Weather-Resistant 
Cotton/Modacrylic  Fabrics,  p.  174 


227 


